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HOT GAS DEFROST, TEMPERA TURE PROBE 


Models: 


STARFOOD 



Due to oxidation problems on probe connections noticed on several Starfood cooling units, after 
some tests, we were be able to observe that it was caused by condensation on hot gas probe 
connections between the insulating sheath and the probe wiring (Fig. 1). 


The machine displays the error "Hot gas probe" on the user display. 

Due to the condensation water on the terminals, the machine sees the probe as being short circuit 
and therefore displays the message above. 


To avoid the problem, probes have been positioned the evaporator in a different way and also, the 
sheaths have been lengthened. 

Therefore, if some cooling unit should have this kind of problem, we suggest replacing and 
repositioning the hot gas probe, as shown in Fig. 2. 

The part number for the replacement probe is 986060 
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